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UNITED STATES GOVERNMENT 

Memorandum 

to : OC Equipment Board Members date: 2 May 1977 

25X1 

FROM : I 

OC Equipment Board Secretary 
subject: Equipment Board Meeting 


There will be no OC Equipment Board Meeting in 
May 1977. 


25X1 


Distribution : 

1 - DD/CO 
1 - C/OC-O 
1 - C/OC-E 
1 - C/OC-S 
1 - C/OC-CS 
1 - C/OC-P$B 
1 - C/OC-PS 
1 - Board Secretary 


25X1 



Approved For 

Buy U.S. Saving. 



IA-RDP79-01 578A000200080020-9 

the Payroll Savings Plan 


5010-108 






